Thelema,  High  Street, 

Bangor,  N.W., 

' 2oth  -March,  192^. 

\ 

To  the  Beaumaris  Port  Sanitary  Authority. 
(Gentlemen, 

I have  the  pleasure  to  report  that  during 
the  year  1924  there  were  no  cases  of  Infectious 
Diseases  from  overseas  reported  for  admission  to 
the  Floating  Hospital.  As  you  are  aware  I have 
been  on  board  to  inspect  the  ship  and  have  nothing 
to  report  as  to  its  condition  of  fitness  to  receive 
cases  on  emergency.  It  is  kept  clean  and  there 
are  no  objections  to  it  at  present  beyond  what 
necessarily  appends  to  a Floating  Structure,  but 
reports  are  made  that  the  fabric  may  require 
overhaul  and  repair. 

* I am  informed  that  no  case  of  Infectious 
Diseases  from  overseas  has  been  admitted  to  the 
Hospital  Ship  since  it  was  built.  I may  add  that 
vessels  visiting  the  district  are  inspected  by  the 
Inspector  to  the  Authority,  and  his  reports  giving 
particulars  of  his  visits  regularly  presented  for 
consideration  at  tlie  Meetings  of  the  Authority. 

I am.  Gentlemen, 

RICHARD  OWEN,  M.D., 
Medical  Officer  of  above  Authority. 


